CAROLINE K. ALLEN 


Pawling, New York — April 7, 1904 
Chapel Hill, North Carolina — April 6, 1975 


We record with regret the death of Dr. Caroline K. 
Allen, member of the staff of the Arnold Arboretum 
from 1933 to 1948 and student of the Lauraceae. 





